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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 209153 
ORIGIN SY-05 

INEO OCT-OI ISO-00 /006 R 

DRAETED BY A/SY/OPS/T:L JACKSON:GCS 
APPROVED BY A/SY/OPS/T:M MUSSER 
A/SY/OPS/T:W GILLIAM 
DESIRED DISTRIBUTION 
A/SY/OPS/FO 

004202 I80454Z/23 

R 172009Z AUG78 
FM SECSTATE WASHDC 
TO AMEMBASSY ATHENS 
INEO AMEMBASSY BUCHAREST 
AMCONSUL ERANKEURT 

CONEIDENTIAL STATE 209153 

E.O. 1 1652: GDS 

TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER 

ATHENS EOR OIC/TSO; ERANKEURT FOR OIC/RTC, RSS; BUCHAREST 
EOR RSO; FROM A/SY/OPS/T 

REF: BUCHAREST 05488 

1 . PLEASE SCHEDULE A VISIT TO AMEMBASSY BUCHAREST TO 
INVESTIGATE THE ACR AIR CONDITIONER PROBLEMS. COORDINATE 
WITH RTC ERANKEURT IE REQUIRED. 

2. FYI - SY/OPS/T HAS BEEN INFORMED THAT THE A/C UNITS 
SCHEDULED EOR DELIVERY TO THE DEPARTMENT JULY 1978 HAVE 
BEEN DELAYED. ETA IS NOW NOVEMBER OR DECEMBER 1978. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 209153 

3. DRAWINGS AND ELECTRICAL SPECIEICATIONS EOR THE NEW 
UNITS SHOULD BE RECEIVED AT SY/OPS/T WITHIN TWO WEEKS. 

COPIES OE THE SPECIFICATIONS WILL BE EORWARDED TO ALL 
TSO OEEICES. 

4. SY/OPS/T HAS CONTACTED THE AIRELOW REPRESENTATIVE TO 
DETERMINE THE AVAILIBILITY OE A REPLACEMENT COMPRESSOR UNIT. 
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IF IT IS AVAILABLE IT WILL BE PURCHASED AND SHIPPED DIRECT 
TO AMEMBASSY BUCHAREST, ATTENTION - RSO. VANCE 

CONEIDENTIAL 

NNN 
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